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This material contains Information affecting the National Defense of the United States within the meaning of the Espionage Laws, Title 
18, U.S.C. Secs. 793 and 794, the transmlssic m or revelation of which In any manner to an unauthorized person Is prohibited by law 
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COUNTRY East Germany REPORT 



SUBJECT MV Acer aerator Delivered to DATE DISTR. 24 April 19"; 7 



•und Roentgenwerk Dresdeiie The German title of the device^, as gi.ven in 
the di.agram;, is Glei chstrom-Fnief anlaggl^o ^ MV c (l page) 
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